D1 
1N4148 


Lt 
TOROID C6 


12-324pF 


OUTPUT 


RESISTANCE VALUES ARE IN OHMS 


CAPACITANCE VALUES ARE IN MICROFARADS 
UNLESS OTHERWISE SPECIFIED 


MODEL NO. REVISION | PCB P/N 
MF J-1045C 2 | 861-1045C 
DESCRIPTION 


RECEIVER RF PRESELECTOR 
DATE PC BOARD 

MFJ ENTERPRISES, INC. 

ese le PERRY| MISS. STATE, MS 39762 


